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Message Text 


UNCLASSIFIED 

PAGE 01 COPENH 01530 281658Z 

63 

ACTION EB-07 

INFO OCT-01 EUR- 1 2 ISO-OO FEA-01 ERDA-07 AID-05 CEA-01 

CIAE-00 CIEP-02 COME-OO DODE-OO FPC-01 H-02 INR-07 

INT-05 L-03 NSAE-00 NSC-05 OMB-01 PM-03 USIA-15 

SAM-01 OES-05 SP-02 SS-15 STR-04 TRSE-00 FRB-01 /106W 

091686 

R 281635Z MAY 75 
FM AMEMBASSY COPENHAGEN 
TO SECSTATE WASHDC 966 

UNCLAS COPENHAGEN 1530 

E.O. 11652: N/A 

TAGS: ECRP, EMIN, ENRG, XX 

REF: A. STATE A31, JAN 26, 1971; B. STATE A-2779, APRIL 21, 1975 

1. DATA ON MINERALS PRODUCTION AND REFINERY OUTPUT, DENMARK 
CY 1974, ARE NOT AVAILABLE UNTIL JULY 1975. PERTINENT 
STATISTICS WILL BE TRANSMITTED IN ACCORDANCE WITH REF A. 

2. IN REPLY TO QUESTION RAISED ON BOTTOM PAGE 1 OF BUREAU 

OF MINES QUESTIONAIRE FORWARDED BY REF B„ EMBASSY INFORMED 
THAT STATISTICS SHOWING ONLY ACTUAL PRODUCTION FUGURES ARE 
NOT PUBLISHED, AND NOT MATTER OF PUBLIC RECORD. DATA OF 
CERPUB 055 DO, HOWEVER, IN MOST CASES REFLECT ACTUAL PRODUCTION 
FIGURES. 

3. EMBASSY HAS OBTAINED FOLLOWING DATA ON MINERALS PRODUCTION, 
GREENLAND, FROM PRIVATE SOURCES: 

COAL: NIL 

COPPER: NIL 

CRYOLITE (SHIPMENTS): 70,000 METRIC TONS. VALUE: NA 
UNCLASSIFIED 
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LEAD-ZINC ORE: 575,299 METRIC TONS, 17.6 PERCENT PB: 

5 PERCENT ZN. VALUE: NA 

OTHER MINERALS: NIL 

4. PLEASE NOTE REF B. WAS RECEIVED BY EMBASSY MAY 15. 

CROWE 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: PRODUCTION DATA, MINERALS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 28 MAY 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975COPENH01530 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 86-1 1 1 5 
From: COPENHAGEN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975051 0/aaaaaivs. tel 

Line Count: 69 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: 75 STATE A31 , 75 JAN 26, 75 1 971 , 75 STATE A-2779, 75 APRIL 21 , 75 1 975 

Review Action: RELEASED, APPROVED 

Review Authority: SmithRJ 

Review Comment: n/a 

Review Content Flags: 

Review Date: 01 DEC 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 DEC 2003 by ThomasVJ>; APPROVED <12 JAN 2004 by SmithRJ> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
Subject: n/a 

TAGS: ECRP, EMIN, ENRG, XX, DA 
To: STATE 
Type: TE 
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